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^cognized VYtar\s of Quality 




IN WHITE OR COLOR 

The Trade Mark "Standard" is the universally recognized 
mark of quality in plumbing fixtures. For your protection 
"Standard" Plumbing fixtures, in white or color, have the 
following marks of identification. 

Standard" 

"Standard" Plumbing Fixtures of genuine vitreous china 
have the trade-mark "Standard" printed permanently in the 



ware. 



"Standard" Plumbing Fixtures made of regular enamel have 
the trade-mark "Standard" printed permanently in the ware. 

'£tattdaitd"~A-R 

"Standard" Plumbing Fixtures made of acid-resisting enamel 
have the trade-mark "Standard" -A-R printed permanently 
in the ware. 

RE-NO 

"Standard" Brass Goods bear the trade-mark "Standard" 
either stamped in or cast on the brass. The word Re-nU on 
'Standard" Brass Goods indicates renewable seats and 
threads, a "Standard" feature. 



ChuithZ 



wts 

"Standard" Water Closets are equipped with genuine 
CHURCH Seats, which have the above trade-mark pressed 
permanently in the under side of the seat. 

When executing your contract, clearly specify that all plumbing fixtures 
and fittings bear the above marks of identification. Insist that all fixtures 
be complete with "Standard" Brass Goods to insure harmony in design, 
satisfaction and one source of responsibility. 

Standard < $attttai$H)lg.Co. 

DIVISION OF 

AMERICAN RADIATOR & STANDARD SANITARY CORPORATION 



<jy7 PLUMBING imVRES 



SPECIFICATION 

of 




for 



RESIDENCE 



FLORIDA 



Submitted by 

STANDARD SANITARY IWG. CO., 



.H.CASH 



r, nt , 11/6/53 



ARMSTRONG & ICOCH, ARCHITECTS 
NEW ORLEANS, LA. 




SF 6 SHEET No. 1 

A A" Hov ' 6 • 1933 

Specification of ^^SffiSSSS Selected by 



IJNKNOWN O'iTNER 
RESIDENCE 



FLORIDA 
ARMSTRONG & KOCH, ARCHTS. 



BATHS ,fl & #2 : 

2 - "Standard" P-2315 or P-2317 5'6" Pembroke Neo-Classic TChite Acid-Resist- 
ing Cast Iron Enameled Recess Bathtub, fitted with K-325 (Finish I) 
Mastercraft Bath Fitting complete with Beaded Chain and Rubber Stopper. 

2 - "Standard" F-131 27x22" Roxbury tfhite Vitreous China Lavatory with 

Chromard Metal Legs, fitted with K-701 (Finish X) Mastercraft York Re-Nu 
Combination Fitting; I-[-791 Chromard 3/8" Angle Supplies with '/Theel 
Handle Stops; K-960 Chromard 1-1/4" Cast Brass "P" Trap. 

2 - "Standard"' F-2322 Madera .'hite Vitreous China Syphon Jet Elongated Closet, 
equipped with No. 110-Y.P.J. Art craft Royal Sloan Valve; No. 286 Sani- 
White Church Seat and Cover; China Bolt Caps and Bolts. 

OViHSrSR * S BATH; . 

1 - "Standard" P-2307 5*6" Pembroke Neo-Classic .Vhite Acid-Resist ing Cast Iron 
Enameled Corner Bathtub, fitted with K-325 (Finish X) Mastercraft Beth 
Fitting with Heavy Beaded Chain & Rubber Stopper. 

1 - "Standard" F-131 27x22" Roxbury ,'hite Vitreous China Lavatory as described 
for Baths #1 & #2. 

1 - "Standard" F-2322 Madera .Vhite Vitreous China Syphon Jet Elongated Closet, 
as described in Baths ,v'l & #2. 

1 - "Standard" K-200 (Finish X) Mastercraft Shower, equipped with F-3395 Self- 
Cleansing Shower Head and Ball Joint in Chromard; No. 252-AC Combination 
Josam Drain & Trap with Clamping Device; 38" Chromard Curtain Rod with 
Pins, Holdback and White Duck Curtain, 8-0z. 

KITCHEN : 

1 - "Standard" P-6710 60x22" Clinton White Acid-Resisting Cast Iron E nameled 
Double Drainboard Apron Kitchen Sink, fitted with K-878 Chromard Handlift 
Double Strainer; K-902-3 (Finish Y) Chromard Swinging Spout Faucet with 
Lift-off Metal Soap Dish and Metal Handles; K-960 1-1/2" Chromard Cast 
Brass "P" Trap. 

LAUNDRY ; 

1 - "Standard" P-7381 Montrose Two-section White Regular Cast Iron Enameled 
Laundry Tray, fitted -vith K-932 Rough N.?. Laundry Tray Faucet; N. P. 
Continuous Drain; K-999 1-1/2" N.P. Strainers; S-626 1-1/2" Femco "P" Trap. 
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LAVATORY ROOK : 

"Standard" P-4205 18x21" Othello -Thite Regular Cast Iron Enameled Apron 
Lavatory, fitted with K-1010 Chromard A'edio Compression Faucets; S-611 
Chromard 3/8" Supplies with -'heel Handle Stops; S-620 Chromard 1-1/4" 
"F" Trap with P. 0. Plug. 

"Standard" F-2442 Siacto White Vitreous China Closet fitted with #120-Y.P.J. 
Royal Sloan Flush Valve; No. 600 Sani-.Thite Church Seat; China Bolt Caps & 
Bolts. 

ssrv/zttb* snr./sR room 

"Standard" K-248 Chromard Shower with White China Handles and Escutcheons; 
38" Chromard Shower Rod, Pins, Holdback, and White Duck Curtain; Ho. 252-AC 
Combination Josam Drain & Trap. 

"Standard" P-4205 18x21" Othello 'Vhite Regular Cast Iron Ihamel ed Apron 
Lavatory, as described in Lavatory Room. 



1 - "Standard" F-2442 Siacto White Vitrecus China Closet, as described in 
Lavatory Soom. 



V'.! 





P-2315-Recess- Right Outlet 
p-2317 » Left Outlet 

"Standard" P-2315 or F-2317 5' 6" Pembroke Keo- 
Classic Whit* Acid-Resisting Cast Iron "Enameled 
Recess Bathtub, fitted with K-325 (Finish X) 
Bath Fitting complete with Beaded Chain and 
Rubber Stopper. 



PLUMBING FIXTURES 



K-701 (Finish ZC) Fitting 




"Standard" F-131 27x22" Roxbury Jhite Vitreous 
China Lavatory with Chromard Metal Legs, fitted 
with K-701 (Finish X) Mastercraft York Re-Nu 
Combination Fitting; K-791 Chromard 3/8" Angle 
Supplies with .Yheel Handle Stops; K-960 Chro- 
mard 1-1/4" Cast Brass "P" Trap 



"Standard" F-2322 Madera ",7hite Vitreous 
China Syphon Jet Elongated Closet, equipped 
with No. 110-Y.P.J. Artcraft Royal Sloan 
Valve; No. 285 Sani-tThite Church Seat and 
Cover; China Bolt Caps and Bolts. 



K-325 (Finish X) 





"Standard" P-2507 5'6" Pembroke ITeo-Classic Thite 
Acid-Resisting Cast Iron Snameled Corner Bathtub, 
fitted with K-325 (Finish X) Fastercraft Rath 
Fitting with Heavy Eeaded Chain A Rubber Stopper. 




"Standard" K-200 (Finish X) ft'astercraft Shower 
equipped with H-3395 Self-cleansing Shower Head and 
Ball Joint in Chromard. 

No. 252-AC Combination Josam Drain & Trap with 
clamping device 

38" Chromard Curtain Rod with Pins, Holdback and 
White Duck Curtain, 8-0z. 




1 - "Standard" P-G710 60x22" Clinton Thite A.cid-!tesist- 
ing Cast Iron Enameled Double Drainboard Anron 
Kitchen Sink, fitted with F-878 Chromard Eandlift 
Double Strainer; F-902-S (Finish Y) Chromard Swing- 
ing Spout Faucet with Lift-off T'etal Soap Dish and 
T'etal Handles; I\-960 Chromard 1-1/2" Cast Brass "P" 
Trap. 



PLUMBING FIXTURES 



1 - "Standard" 7-7381 Montrose Tvro-Section Vhite 
Regular Cast Iron Enameled Laundry Tray, fitted 
with K-932 Rough K.P. Laundry Tray Faucet; N.P. 
Continuous Drain; K-999 1-1/2" N.T. Strainers; 
S-526 1-1/2" Femco Trap. 



- "Standard" P-4205 18x21" Othello 7hite 

Regular Cast Iron 'ihomeled Apron Lavatory, 

fitted with K-1010 Chromard Medio Comp. 

5aucets; S-611 Chromard 3/8" Supplies with 

V/heel Handle Stops; S-620 Ghromard 1-1/4" 
n p « Trap with p ^ 0> Plug> 



"Standard - ' F-2442 Siacto fhite Titreous 
China Syphon Action Closet with Jet, 
fitted with No. 120-Y.P.J. Royal Sloan 
Flush Valve; No. 600 Sani-tfhite Church 
Seat; China Bolt Caps and Bolts. 



1 - "Standard" K-248 Chromard Shower with White 
China Handles and Escutcheons; 

1 - 38" Chromard Shower Hod, Pins, Holdback and 
White Duck Curtain. 

1 - No. 252-AC Combination Josam Drain & Trap. 
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